FEDERAL FLUORESCENT CORPORATION 
{29 WEST SUPERIOR STREET + CHICAGO 











EF LUORESCENT LIGHTING, a few short years ago, 
was but the idealistic dream of a few forward-looking scientists. 
Fluorescent Lighting today is an accomplished fact, a miracle 
of modern scientific lighting that is rapidly emerging from the 
realm of mystery to take its place among the accepted neces- 
sities for modern living. 


The Fluorescent of TOMORROW? Who can say how far it will 
go from here; to what extent it will revolutionize the science 
and economy of lighting, the concept of good vision and eye 
protection, of human welfare and personal safety, of happier 
working conditions, of efficiency gains in industry and advanced 
merchandising methods in business? 


In the quest of perfection this expanding industry, like every 
other, must advance step by step. Federal, in the pages that 
follow, shows you the next long stride ahead; vital improve- 
ments in engineering, in scientific efficiency of operation, in 
surpassing beauty of design and materials. You will find here 
the features you may expect to see copied and accepted by the 
industry as a whole in the years just ahead. 


Truly, this is ‘‘The Fluorescent of TOMORROW ... Available 
to You TODAY.” 


FEDERAL FLUORESCENT CORPORATION 


Med Boye 


President 
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Scientifically 
Designed 


Not only does this Federal model create a 
soft and evenly diffused light, but the frame 
and shield are so designed that the light may 
flow freely and evenly IN ALL DIRECTIONS 
over the entire use area. 


For all Home and 
Commercial Uses 


No design could be more nearly universal in 
its adaptability. Suitable for various home 
uses; distinctive for gift shops, beauty salons, 
barber shops, jewelry stores women’s shops, 
clothing stores, department drug 
hotels, clubs, cocktail lounges and 
many, many other spots where fine lighting 
creates a fine atmosphere. 


stores, 
stores, 


Standard Equipment 


Available with 4 or 6-inch Adaptor Ring or 
12” Stem and Canopy. 


Longer stems at small additional cost. 








EVER before in the history of Fluorescent Lighting has so 


much of beauty and fine craftsmanship and practical utility 
been brought together in a single fixture as in this new plastic 
creation by Federal. A truly distinctive fixture that meets a multi- 
tude of diversified lighting requirements in homes, ciubs, offices, 
shops and commercial establishments — wherever style and 
beauty, as well as good lighting, are important. 


The finely sculptured shield is a NEW plastic development, de- 
signed and molded expressly for Federal units. You won't find 
another like it, ANYWHERE. It transforms tHe brilliance of Fluor- 
escent Light into a softly diffused illumination, free from glare but 
as clear and true as sunlight. 


This is a perfect working or reading light, with white or daylight 


lamps, and one with which you can obtain particu- ¢ ai (9% 


larly soft and beautiful effects when colored lamps 
are used. Very reasonably priced at only . 
List Price 
High 


All parts used in this unit approved by the Underwriters Laboratories. 
All prices less lamps F. O. B. Chicago 









Model 


FPL-220 


FPL-220-H 
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Model 
FPL-440 


Available for alternat- 
ing current only, high 
power factor. Two 12” 
stems supplied as 
standard equipment. 
Longer stems furnished 
at slightly higher cost. 
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Sculptured Beauty 


End design of Models FPL-440 and FPL-420. 
The over-all plastic construction not only lends 
beauty to the fixture but also permits the free 
radiation of light in all directions. 


Model FPL-420(LPF) 
Model FPL-420-H(HPF) 


Exactly like the model illustrated, in style and 
construction, except for length and size of 
lamps. It carries four 20 watt lamps, 24” long. 
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HE distinctive beauty of Federal’s sculptured Borkite plastic 

designs hits a new high in these handsome big commercial 
units; gives them that ultra-smart, ultra-modern touch so much 
sought in modern store, office and show room lighting. 


These are the PLUS VALUES in Federal units that are hard to 
measure in dollars and cents; tremendous assets, nevertheless, in 
present day merchandising; assets that represent greater values 
at no additional cost. 


All of this in addition to greater lighting efficiency. 
Federal’s molded translucent plastic design results in a softer and 
more thoroughly diffused illumination than could be obtained with 


exposed lamps—a near-perfect lighting for every 
commercial use, combined with dignity, style and ae Li 
sheer beauty. Priced as low as . . 

ae [fine Pe ARES 
FLUOROPLASTIC | 24”| 4 |20 | 
| FLuoRoPLasTIC| 48"| 4 | 40_| 


West of the Rockies add $1.00, list, except FPL-440, add $2.00. 












Description 





FPL-420 
FPL-420-H 
FPL-440 


FLUOR-O-PLASTIC 











These units inspected and approved by the Underwriters Laboratories. 
All prices, less lamps, F. O. B. Chicago. For pull chain switch add 50c net. 
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Bed Lamp 
Model FBL-115 


The Federal Bed Lamp attaches to the bed 
with a pair of covered brackets that protect 
the finish. Easily removed, and may be used 
as a utility light wherever there is a place 
to hang it; over the dressing table, for ex- 
ample, or over the shaving mirror. 


Noiseless 


There is no disturbing buzz or transformer 
hum in the Federal Bed Lamp. It is just as 
silent as an ordinary bulb light. 


Operates on AC or DC 


Just plug it in anywhere there is an outlet, 
either alternating or direct current, and turn 
the switch. 











Exquisitely Designed in 
Borkite Translucent Plastic! 


ERE at last is a bed lamp that has EVERYTHING .. . smart 
N styling, harmonious coloring, skilfully sculptured design, and 
a beauty that is all its own. It is molded in rich, translucent stream- 
line plastic and artistically trimmed to match the mood of the 
user and the intimate personal furnishings of the most tastefully 
appointed room. 


FEDERAL is the final word in true reading comfort, cool as a 
lake breeze and absolutely SILENT. It floods the reading area 
with mellow, softly diffused light that is clear but restful; no glare 
or eye-strain. The shield is invisibly opaqued except for the win- 
dow that throws all of the light where it is needed. 


The plastic shield is attractively finished to harmonize with the 
furnishings of any room. Its “eye-appeal” is tremendous, because 


there just isn’t anything else like it in the whole § (9 i 
No. of 


field of lighting. And it sells for the very modest 


DIICSNOf Pasta) oath ene wee oath ethor Oe 
Deserintl Lamp 
escription Size 
All parts used in this unit approved by the Underwriters Laboratories. 


All prices less lamps F. O. B. Chicago 
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List Price 


FBL-115 
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Model FAL-220 


As illustrated. For alternating current only, 
available in low power or high power factor. 
Two 20 watt lamps. 


Model FAL-320 


Same design but equipped with three 20 watt 
lamps. Available in low power or high 
power factor—alternating current only. 


Model FAL-215 


Operates on alternating or direct current. 
Fitted with two 15 watt lamps. Power factor 
corrected. 


... Available with 
4 or 6 inch Ring or 





Stem and Canopy 


The Fluorescent Light 
of a Thousand Uses... 


T WOULD be difficult to suggest ALL of the uses for which this 
I very versatile and very beautiful Federal Fluorescent fixture 
is suitable, because there are so many spots into which it fits 
perfectly. 


It is equally at home in kitchen, hallway or recreation room; in 
offices, stores or sales rooms; in shops, club rooms or any other 
spot where relatively small areas are to be lighted. 


As a replacement fixture, it is as easy to install as a new light 
bulb. Where there is a 4 inch or 6 inch globe fitting, just screw the 
plug into the present socket and tighten the fitting screws; that's all. 
The unusual beauty and graceful design of this fine Q i 
fixture give it universal appeal; doubly attractive 7 


because it may be bought for as little as... 
























Model Lamp | No. of 
No. Description Size |Lamps| Watts | Ship. Wt. 
FAL-215 FLUER-A-DAPTOR 





Hee 


FAL-220 FLUER-A-DAPTOR xis CES 
FAL-220H | FLUER-A-DAPTOR eee 









FAL-320 
FAL-320-H 


FLUER-A-DAPTOR 


16 i 15.950} eee 
FLUER-A-DAPTOR 16 Toast) iy becaeres : 


West of the Rockies add $1.00, list. 
All parts used in these units approved by the Underwriters Laboratories. 
All prices, less lamps, F. O. B. Chicago. 
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As Easy to Install 
As a New Light Bulb 





Just remove the globe from any 4” 
or 6” fitting. 





Screw the Econ-O-Lite plug into 
present socket. 


Ky 





Adjust the Econ-O-Lite ring to the 
fitting and tighten the set screws. 


Ltr 





For Kitehen, Laundry, Attic 
Bedroom, Playroom, Recreation Room 


OU'LL FIND a multitude of uses for this attractive, inexpensive 
household Fluorescent fixture—for new installations or for re- 
placement of present old style fittings. It is superbly beautiful in 
design, a tremendous improvement in cool, eye-saving lighting effi- 
ciency, and yet so inexpensive that the most modest home can afford it. 


Designed primarily as a household unit, it is suitable nevertheless for 
many other uses; in offices, stores or sales rooms; in shops, studios, 
club rooms, or wherever good lighting is important. 


As a replacement fixture it can be used wherever there is a 4 inch or 
6 inch globe fitting. Just screw the plug into the present socket and 
tighten the fitting screws; that’s all. 


The unusual beauty of this fine fixture with its gracefully $ 49 
designed die cast end plates, gives it a universal appeal; 
doubly attractive because it may be bought for as little as 


“Noe 


ECON-O-LITE ee ee 20 7.1D8, ea) O90 140 | Geen 
poovoure [or fe [w= [rm | 


West of Rockies add 75c list. 
All parts used in these units approved by the Underwriters Laboratories. 
All prices, less lamps, F. O. B. Chicago. 







List Price 








Approx. 
Ship. wt. 







FKL-220-H 



















MODEL FCL-240 


Operates on alternating current 
only, High Power Factor. Two 
12" stems furnished as standard 
equipment; longer stems _ sup- 
plied at slight additional cost. 





MODEL FCL-220 and 
MODEL FCL-215 


These models are exactly like the larger 
model illustrated at top of page except 
that they use 24” and 18” tubes, respect- 
ively, and are fitted with single 12” stem 
and 6” round canopy. Longer stem can be 
supplied at slight additional cost. 





Pi te 
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Newest In Commercial Units— Federal’s 
“Fluorescent of Tommorrow, Available Today” 


OU WILL appreciate the flashing beauty in these new Fed- 
eral commercial models, the distinctive new style features 
that add so definitely to the attractiveness of each installation, 
without increasing its cost or impairing its practical value and its 
matchless lighting efficiency. 
The artistically sculptured design of the end plates, die cast in 
strong, light weight alloy metal, satin-silver finish—these are exclu- 
sive Federal features. So is the streamline canopy design. 
There is no reason to be content with plain, undecorative $ 95 
Fluorescent fixtures when Federal beauty of design costs 
nothing more. These models start at ...... . 


COMMERCIAL 


[conmenciat | 6" 
[commencrat | 20 
ize 
re 







Model No. 


FCL-215 Peay xy! 
FCL-215-H BER . 
FCL-220 eae twig. OR: Piaeeh 
FCL-220-H Brg 
Eee 


FCL-240 









COMMERCIAL 
COMMERCIAL 


West of the Rockies add 75c list—except Model FCL-240, add $1.50. 
All of above units Underwriters Laboratories inspected and approved. 
All prices less lamps, F. O. B. Chicago. 

















Model 
FCL-440 


Operates on altern 










stems furnished as stoned 
ard equipment; longer 
stems supplied at small 
additional cost. 


Advanced Engineering — 
Distinctive Styling 


NQUESTIONABLY one of the most beautiful commercial 
Fluorescent fixtures that has ever been designed; one that 
will lend distinction to any store, office or show room. 





Its cool, clear, restful light is sufficiently diffused to eliminate glare 


Beauty Costs Nothing and eye strain; an easy light in which to work, a perfect light for 


color determination or inspection of merchandise. Economical, too, 
k ‘4 { l a one | t] I ¢ d ¢ r a | because of the lower wattage required for adequate illumination. 


We believe it is the function of every Fluores- This is Fluorescent lighting on dress parade; ‘The | Q 95 


cent fixture to be attractive as well as effii Fluorescent of Tomorrow—Available to You Today”. 
cient. Example: this modern, distinctively 


sculptured design in the die cast metal end  PYiCed GS LOW CS .nn. noses tence eeeccnecnteeneneeetdteneennenteeetnes 


plates for the FCL series. 
Lamp | No. of Approx. 
Model FCL-420 
(Low Power Factor) FCL-420 COMMERCIAL eee SIS.95 \i1 > Cute 
a ee 








List Price 







Model FCL-420-H == 





(High Power Factor) FCL-440 COMMERCIAL 
rane Sopra eer tated banaerat oa West of Rockies add $1.50 except 440 Model add $2.00, list. 
cept that they carry or ert at tS ear These units inspected and approved by the Underwriters Laboratories. 


watt lamps, and are proportionately shorter. All prices, less lamps, F. O. B. Chicago. For pull chain switch add 50c net. 











Model FDL-161 (Right) 


A deluxe feature model; all metal parts 
finished in bank bronze with polished 
brass trim. Beautiful hand-rubbed solid 
walnut base, piano finish. Lifetime pen 
and pencil set guaranteed by national 
manufacturer. 





Model FDL-150 


A good looking, well made lamp at a 
popular price. All metal. Brown wrinkle 
finish throughout, with brass trim. 





Model FDL-151 


All metal, brown wrinkle finish with pol- 
ished brass trim. Equipped with beauti- 
ful standards; swivel connections for 
angle adjustment of shade. Lifetime pen 
and well are standard equipment. 





Model FDL-160 


A handsome lamp and a rare value. 
Metal parts are brown wrinkle finish with 
polished brass -trim. Wood base is hand 
rubbed walnut finish. Lifetime pen and 
well are standard equipment. 





-e Ay 


Desk Lamp Values That Have Never 
Been Matched in Flourescent History 


OMPARE Federal Fluorescent Desk Lamps point-by-point with 
any others you've ever seen, regardless of price. Compare 
them for beauty of design, for quality of materials, for finish, work- 
manship—EVERYTHING. Finally, when you have discovered all of 
the “plus values” that Federal gives you, COMPARE THE PRICES! 


Federal Desk Lamps are new, modern, distinctive. There is nothing 
else like them, either in design or in the original and exclusive 
features that have been built into them. All models are equipped 
for AC or DC operation, POWER FACTOR CORRECTED AT NO 
EXTRA COST. Instantaneous manual type switches are conveni- 


ently placed. , 5! , 


These lamps, because of their cool, restful, eye-saving 
illumination, are rapidly replacing older types of lamps 
for home and office use. They start as lowas .. . 


FDL-150 


FDL-151 
FDL-160 
FDL-161 





West of the Rockies add 75c list. 
All parts used in these units approved by the Underwriters Laboratories. 
All prices less lamps, F. O. B. Chicago. 








Clamps Or 
Serews On 


Clamps quickly and solidly, without the use 
of tools, to any board, bench, desk or table; 
or it may be permanently affixed by bolts 
or screws if desired. Thumb screw adjust- 
ment permits height adjustment up to 18 
inches. 





FOL- 115 
For Bench, Table, 


Desk Or Drawing Board 


ae as the name implies, is a flexible Fluorescent 
fixture; flexible in construction for quick, easy adjustment 
of light beams, and flexible, too, in the wide range of jobs to 
which it is applicable. It is a practical and effective work light 
that combines utility, smart appearance and scientifically correct 
illumination. 


It may be attached or detached in a matter of seconds, is easily 
portable, usable wherever there's an outlet to plug into and a job 
that needs good lighting. The lamp is hinged to the bracket so 
that it may be swung or turned to any position that suits the 
worker's convenience or the job to be done. 


Finished in brown wrinkle with brass trim. Operates on either 
AC or DC current, POWER FACTOR CORRECTED at no extra 


scl ye i No. of Approx. P 
[_Pessnton | TEED | age | Wome | chip, | etme 
cuaweontame | ie | 1 | 18 | tbe | 098 


West of Rockies add 75c list. 
All parts used in this unit approved by Underwriters Laboratories. 


cost. 









FOL-115 


All prices less lamps F, O. B. Chicago 
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Model 
FRL-140 


A fixture for alter- 
nating current only. 
Fitted with two half 
moon lugs with three 
holes each to permit 
straight or asymetric 
hanging. 


For Any Special 
Lighting Requirement 


Federal units are so constructed that they may 
be locked together in continuous straight rows, 
end to end, or ganged together side by side in 
batteries of any size desired, as shown by the 
accompanying illustrations. 


The installation is simple and can be done on 
the job. We supply the necessary fittings at 
small extra cost. 





This feature also permits the adding of supple- 
mentary units at any time after the original 
installation, should a higher light level be 
found necessary or desirable. 





> 
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oT FEDERAL 40-watt single lamp unit, because of its flexi- 
bility of use, can be adapted to almost any lighting need. 
It may be installed, singly or in series, to carry the whole light 
load. It may be used for supplementary lighting—over a battery 
of linotype machines or printing presses, or for lighting ANY job 


that requires special illumination. 


Its scientific design and construction assures high intensity illumi- 
nation over the entire use area, without eye strain or glare and 


without shadows or blind spots to interfere with production. 


The white SYNPOR enameled V-type reflector creates a high in- 
tensity of usable light per watt of consumption; an exclusive Fed- 


eral feature. The outside of the shell is finished in satin aluminum. 


$12.95 


It is a beautiful fixture, as suitable for show window 


or sales room as for the less pretentious jobs of fac- 


tory or warehouse lighting. It sells as low as 















Approx. 
Ship. Wt. 





Model 
No. Description 








FRL-140 INDUSTRIAL 






16 lbs. 









16 lbs. 





FRL-140-H INDUSTRIAL $15.95 


West of the Rockies add $1.00, list. ; 
These units inspected and approved by the Underwriters Laboratories. 
All prices, less lamps, F. O. B. Chicago. For pull chain switch add 50c net. 
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Model 
FRL-240 


Supplied for alternating 
current only, high power 
factor. Fitted with two half 
moon 3-hole lugs for 
straight or asymetric hang- 
ing. Chain for hanging é 
may be obtained locally. 


RENE GS 


& ® 


Flexibility of 
Installation 


Federal units may be ganged together, 
end to end or side by side (as illus- 
trated above), to meet any special light- 
ing requirement. This operation is sim- 
ply, easily and quickly performed right 
on the job. We furnish the necessary 
materials at slight additional cost. 


Broad Range 
of Uses... 


The Federal] units described here are 
suitable for all industrial lighting jobs, 
plus many others that are not strictly 
industrial, such as garages, ware- 
houses, stock rooms and store window 
lighting. 

















-Y-Type Reflector 
-with SYNPOR white enamel reflect- 
ing surface is an important Fed- 


eral feature, designed to give more 
light per watt of consumption. 


EDERAL industrial units are engineered by men who have 
E pioneered the Fluorescent Lighting industry. They, with their 
associates, have developed Fluorescent illumination from an “idea” 
into a reality, and have laid the foundation for a giant industry, 
all within the space of a few short years. 


These experts have put all of their knowledge of good lighting 
and sound engineering into Federal industrial units. Every unit 
has been scientifically designed for maximum lighting efficiency 
and economy; to produce more light per watt of consumption. That 
is accomplished by the exclusive V-Type Reflector, finished in 
SYNPOR white enamel. 


The shell is also SYNPOR white-enameled inside; | ? 9) 


satin aluminum finished outside. Prices start at. . 
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West of the Rockies add 75c, list, except FRL-240, add $1.50. 











FRL-220 
FRL-220-H 







These units inspected and approved by the Underwriters Laboratories. 
All prices, less lamps, F. O. B. Chicago. For pull chain switch add 50c net. 
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MODEL 
FWL-115 
zr 


Y MODEL 
FWL-120 


May be mounted vertically, as illustrated, or 
horizontally. Sockets are covered by beautiful 
plastic end caps; a very attractive unit for win- 
dow, show case or mirror lighting. Extra plastic 
caps, list each, 25c. 
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MODEL FSL-12 





Inexpensive Strip Lights 


For General [llumination 


HEREVER general lighting, rather than directional light- 
W ing. is required—and where economy is more important 
than distinctive appearance—these Federal Strip Lights will give 
the maximum in light volume and light value for every dollar 


expended. 


They are used, for example, in store rooms, warehouses, ship- 


stores, 


ping rooms, for general or supplementary lighting in 
offices, shops or factories. Also for window or show ~R 
case lighting, trough or indirect lighting; in fact for /| 
almost any type of installation. Prices start at . 















































cas Lamp | No.of |, ... | Approx. | oar ge oe 
Model No. Description Size | Lamps | Wtts |Ship. wt. | all | ht 
_ —— mae ~ es Yael ae RE Hb Re La Be 
FSL-115 STRIP LIGHT | 18" LEMS 5 Ibs. | $4.75 
- - —___}—-— . ———— +— ————_|- ————--+ 
FSL-115-H | STRIP LIGHT | 18” i CRG SS ae $ 7.75 
FSL-120 STRIP LIGHT | 24” | 1 20 | 5 lbs. 4.95 
FSL-120-H | STRIP cut | 240 CT) | 2055) 2 Ste. 2 ee 7.95 
FSL-130__| STRIP LIGHT | 36” | 1 | 30 | 8 lbs. |  8.50_ 
FSL-130-H STRIP LIGHT | 36” eR 1 ae OPH DBL Aa peaverresenes Me FC 
FSL-140 | STRIP LIGHT | 48" | 1 | 40 | 9 tbs. | 8.95 Rosie 
FSL-140-H_ | STRIP LIGHT | 48” | 1 | 40 | 9 Ibs 11.95 














All above units Underwriters inspected and approved. 
Following units are for AC-DC operation, POWER FACTOR CORRECTED 
AT NO EXTRA COST. 

















Fsiisp | strap ucut | "| 1 | 15 | sibs | @rc) | 47 
FsL-120P | STRIP LIGHT | 24” | 1 | 20 | 5 lbs. | ec) | 4.95 
FWL-115 WALLLIGHT | 18” | 1 | 15 3 lbs. | (PFC) | 5.95 
FWL-120 | WALLLIGHT | 24” 20 | | (PFC) 





West of the Rockies add 75c list. 
All parts used in these units approved by the Underwriters Laboratories. 
All prices less lamps, F. O. B. Chicago. 
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